AMENDMENT NO. 3 OCTOBER 2023 
TO 
IS 5405 : 2019 SANITARY NAPKINS — SPECIFICATION 


( Second Revision ) 


(Page 3, clause 7.5) — Insert the following new clause at the end: 


‘7.6 Phthalate Test 


The amount of phthalate present in sanitary napkin shall be < 0.1 percent (individual or in combination) when 
tested as per the method given in IS 9873 (Part 6). The phthalate test shall be done at raw material stage once for 
existing raw material and whenever there is a change in the raw material for manufacturing the product. The 


manufacturer of final product shall also do the phthalate test once in a year.’ 
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